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BILL NO. R-73 


RESOLUTION NO. R-_ 3 7- 7A 

RESOLUTION OF APPRECIATION TO WALTER 
G. ROEMKB . 

WHEREAS, WALTER G. RQBMKB has served Fort Wayne on its 
Fire Department for almost 23 years; and will retire from the 
Fire Department of the City of Fort Wayne, Indiana effective 
September 1, 1973; and 

WHEREAS , he was appointed to the Fort Wayne Fire Department 
on August 22, 1950, promoted to District Chief on January 1, 

1960, and was appointed Chief of the Fire Department on January 
1, 1972, and enumeration of some of his activities with said 
Fire Department are as follows: 

During his service of nearly twenty-three (23) 
years he devoted his full attention to the 
improvement of the Fire Department, He was 
a member of the Indiana Fire Chief's Associa- 
tion and one of the Directors of its Board. 

He was Chairman of the committee regarding 
legislation of the State Fire Marshal's 
office. He was co-chairman of Hi-Rise Legislation 
Committee and attended many seminars on fire 
fighting, sprinkler systems, etc. He was an 
alternate member of the committee on legislation 
of the International Association of Fire Chiefs. 

When he retires from the Department, the Department 
will consist of some 270 men, four (4) Secretaries, 
fourteen (14) Engine Companies, Five (5) Ladder 
Companies, two (2) Rescue Companies, scuba, oxygen, 
foam units, Fire Prevention Bureau, Training division 
and maintenance division; and 

WHEREAS, during his career on the Fire Department he served 
under five (5) City Councils. He was extremely proud of his associa- 
tion with the Fire Department. He devoted substantially all of his 
working hours to the Fire Department and to the furtherance of its 
good to the benefit of the City of Fort Wayne, Indiana; and 

WHEREAS, he served his country by enlisting in the U,S. Navy 
on March 22, 1943, having been honorably discharged as a Gunner's 
Mate 2nd Class on May 16, 1946. He immediately joined the U.3. 

Naval Reserve in Fort Wayne where he served in the Reserves until 
he was recalled to active duty on February 1, 1.951 and again 
honorably discharged on May 13, 1952 as a Gunner's Mate 1st Class; and 

WHEREAS , he has been a devoted husband and father and has 
contributed much to the civic betterment of this community; and 
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WHEREAS, The Common Council of the City of Fort Wayne is 
grateful for his service to the City of Fort Wayne during all 
of the time he has been a fire fighter and Chief of the Fire 
Department . 

NOW, THEREFORE, BE IT RESOLVED BY THE COMMON COUNCIL OF 
THE CITY OF FORT WAYNE, INDIANA: 

1. That the Common Council of the City of Fort Wayne 
expresses its gratitude to Walter G. Roemke for his service in 
leadership in the essential function of the Fire Department of 
the City of Fort Wayne; 


2. BE IT FURTHER RESOLVED, that the best wishes of the 
Common Council of the City of Fort Wayne go to Chief Roemke 
for his continued health, happiness and success. 


3. BE IT FURTHER RESOLVED, that a copy of this resolution 
be spread of record in the official journal of the City Council 
of the City of Fort Wayne, Indiana, and that a copy of this 
Resolution be sent to Walter G. Roemke. 



(jAjL 




Councilman 


Approved as to legality and form 
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Read the first time in full and on motion by 


_, seconded by 


and duly adopted, read the second time by title and referred 
to the Committee o n _ (and the City Plan 

Commission for recommendation) and Public Hearing to be held after due legal notice, 
at the Council Chambers, City-County Building, Fort Wayne, Indiana, on . 

the — d ay of 197 at 

o'clock P.M.,E.S.T. 

Dates 


CITY CLERK 


Read the third time in full and on motion by 


A. 



seconded by_ 




_? and duly adopted, placed on its passage, 


Passed (SHST 1 -) by "the following vote: 


AYES 
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NAYS D 


ABSTAINED 


ABSENT 


to-wit : 


BURNS 

HINGA 

KRAUS 

MOSES 



DATE: 
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CITY CLERK 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 

rtrionr)- 


(Resolution) No, f/J on the ^^^^ dav of ___ . 19^^ 


ATTEST: (SEAL) 






CITY CLERK PRESIDING OFFICER 

Presented by me to the Mayor of the Gity of Fort Wayne, Indiana, on the 
day of 197 at the hour of ^- ^ o 1 clock 

M..E.S.T. 



Approved and signed by me this 
at the hour Ofs^l o ! clock 
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CITY CLERK 


197 ^ , 


ORDINANCE CHECK-OFF SHEET 

IWORHiTroU REGARDING ORDINANCE ' CONTENTS OF ORDINANCE 




